x 
Member of the Federal Home Loan Bank S) 


Organized Jul); 1869 Member of the Pennsylvania and United S of Bail 
Reliance Building and Loan Association of Germantown 
18 WEST CHELTEN AVE., Room 904, 


Incorporated 


OFFICERS DIRECTORS 
FRED W. KAPLAN, Chairman of the Board, 6249 Gardenia Street ee AES 
WILLIAM D. HILL, President, 18 West Chelten Avenue c 
GEORGE W. CLIFFE, Secretary, 18 West Chelten Avenue S s ae 
. COXE or, 16 West Queen Lane ARENCE S$. MANSFIELD 
JOSEPH K. COXE, Solicitor, 16 West Q HANSEL 


HORACE C. GOODWIN, Vice-President, 36 West Chelten Avenue 


JOSEPH ETRIS, Assistant Treasurer, 3211 Queen Lane 
GEORGE F. SCHUCK, 
—— DONALD H. WILLIAMS 
DR. GORDON W. VENABLE 


FRANK P. STEPHENS, Jr., Real Estate Officer, 
18 West Chelten Avenue Telephone, VICtor 7676 


WILLIAM D. HILL 


Germantown, Philadelphia, Pa. 


Mrs. Effa 
55 Somer 
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